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PART I 



Notifications and Orders issued by the Government 


Labour and Rehabilitation Department 
Labour and Rehabilitation (A) 

ORDER 

G. O. (Rt.) No. 1828/2010/LBR. 

Thiruvananthapuram, 3rd November 2010. 

Whereas, the Government are of opinion that an 
industrial dispute exists between the Manager, Sinican 
Controls Private Limited, V/57, IDA, Kanjikode West, 
Palakkad and the workmen of the above referred 
establishment Shri A. Naveen Kumar, 16/130, Thekke 
Gramam, Chittoor, Palakkad in respect of matters mentioned 
in the annexure to this order ; 

And whereas, in the opinion of Government it is 
necessary to refer the said industrial dispute for 
adjudication ; 

Now, therefore, in exercise of the powers conferred by 
section 10 (1) (d) of the Industrial Disputes Act of 1947 
(Central Act XIV of 1947) the Government hereby direct 


that the said industrial dispute be referred for adjudication 
to the Industrial Tribunal, Palakkad. The Industrial 
Tribunal will pass the award within a period of three 
months. 

Annexure 

Whether the termination of service of 
Shri A. Naveen Kumar, Service Technician, 
Sinican Controls Private Limited, Kanjikode West, 
Palakkad with effect from 2-4-2010 by the 
Management is justifiable ? If not what relief he 
is entitled to ? 


By order of the Governor, 

Rachel Varghese, 

Under Secretary to Government. 









